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CONFIDENTIAL OECD PARIS 20472 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, US, UR 

SUBJECT: US COMPUTERIZED VIBRATION ANALYSIS SYSTEM TO THE USSR - IL 1 
565 

REFS: A. COCOM DOC (73) 1114 (STATE 124350) 

B. USOECD 20181 

AS OF POSSIBLE HELP IN FORMULATING RESPONSE TO REF B, US DEL 
QUOTES PERTINENT PORTION OF COCOM DOC (73) 1417 WHICH RECORDS 
FRENCH DEL QUERY: QUOTE 

WHILE THEY REGRETTED THAT THE UNITED STATES AUTHORIITIES HAD 
BEEN UNABLE TO INDICATE THE MOMENT OF INERTIA OF THE COMPRESSORS 
CONCERNED OR THE WEIGHT OF THE FLY-WHEELS USED BY THE LATTER, 

THE FRENCH AUTHORITIES WOULD LIKE TO KNOW WHAT TYPE OF COM- 
PRESSOR WAS INVOLVED IN ORDER TO DETERMINE WHETHER THE COMPUTERIZED 
VIBRATION ANALYSIS SYSTEM COULD NOT BE USED FOR PURPOSES 
OTHER THAN THOSE SHOWN IN PARAGRAPH 2 OF THE INTRODUCTORY 
MEMORANDUM. UNQUOTE 
BROEN 
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